Mr. Johnson denied that he harassed Mr. Paugh, or that
he assigned him other work when he was through bolting as a
means of harassing him (Tr. 100).  Mr. Johnson confirmed that
on occasion when Mr. Paugh's bolting crew was caught up with
its work, he would assign all of the crew to rock dust or
whatever needed to be done, and he treated all of them
equally (Tr. 106).  Mr. Paugh did what was asked of him, and
did not complain (Tr. 101).

Mr. Johnson confirmed that when Mr. Beckman told him
that he had been hit by Mr. Paugh, he did not ask him where
he was hit, and while he saw no physical evidence or bruises,
Mr. Beckman was "emotionally upset" (Tr. 103).

Mr. Johnson stated that during the 2 or 3 years that
Mr. Paugh worked for him, they "got along fairly well," and
he considered Mr. Paugh to be "a better than decent worker
who never said much" (Tr. 104).  If Mr. Paugh complained
about not being advised that the fan was being moved, or the
lack of air over the fan, he complained to the "hourly men"
and not to him (Tr. 105).  Mr. Johnson had no knowledge of
any complaints by Mr. Paugh to any MSHA inspectors (Tr. 105).

General Mine Foreman Steven B. Polce confirmed that on                            . *

March 5, 1986, Mr. Johnson was Mr. Paugh's section foreman.
Mr. Polce also confirmed that as mine foreman, his duties
included taking care of personnel problems, and that
Mr. Johnson and the other section foremen reported to him and
reported any problems with their men to him (Tr. 107-110).                                '

Mr. Polce confirmed that he met with the roof bolters
and section foremen when the new K-8 section was begun during
the week of March 3, 1986, and advised them that they had to
arrange their own individual transportation to work because
of the work requirements on the section (Tr. 110-111).
Mr. Polce confirmed Mr. Johnson1s shift worked 1 hour over-
time on Tuesday, March 4, and that on Wednesday, March 5/                                  <
Mr. Beckman told him that Mr. Paugh was intentionally "drag-                           ;
ging his feet" and slowing down the roof bolting so that he
would be "getting overtime for riding by himself."  Mr. Polce
stated that he then called Mr. Johnson to his office and                                    t
instructed him to keep an eye on the bolting crew, and if              |
there was a problem to try and straighten it out (Tr. 112).

Mr. Polce stated that he received a telephone call at
his home on March 5, after arriving from work, and Mr, Johnson
informed him that he had a problem with Mr. Paugh and
Mr. Beckman in that they were fighting underground.  Since
fighting underground is against company policy for safety
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